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10 July 1962 


WUMMUHDUK FOB t Chief, Procurement Division 

Office of Logistics, DD/S 


SUBJECT 


t request For Contract to Develops 
Radar False Target Repeater 


1. It is requested that a contract be written with the 
System® Research Laboratories, lac. (5HL) of Dayton, Ohio to 
build and test a radar false target repeater as described in the 
attached proposal ho* 441*7 dated 6 June 1962. The proposal 
divides the program into four phases, only two of which (Phase 
I and III) are of interest for prupoaes of this contract* The 
reason for those phases only is to dstersdne initially the 
feasibility of the technique prior to developing end deploying 
the couplet© system* Initially proposals were sought from three 
firms, 33 Inc* . HUB-Singcr* e nd Systems Research. 

HE3 was not interested end the proposal was too 

high in cost (i?5#00Q) and technically questionable* The SSL 
version is tectedeally sound and reasonable in cost.. 


| SSL was further 

selected due to their pnxdsdty and clearances with Foreign 
Technology Division of AF8C at w rl^it-Pattereon • This liaison will 
keep SBL apprised of current inforaation on the target radar of 
interest and thus reduce travel tine and excessive Agency participation. 


3* Necessary contacts at SKL are* 



aidant ) 

(Vice President) 


Systems Research Laboratories, Inc. 
500 Woods Drive 
baytem 32, Ohio 
(513) CHapel A-4051 
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9 # 


05 A- 03 Z8-62 

Paas 2 


4. Subject to availability of FI'— S3 funds, the neeeso&sy sonsy 
will bo aval is." lo for tJhis activity* 


vttaehjaerits 
As stated 


Chief, Development Division 
CSA-Db/ti 


Distributions 

1&2-Addressee 

3- cd/osa 

4- fb/gsa 

5- dd/osa 

6- RB/CSA 

7- DD/ Chrono 

DD/CSAy ii 
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